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BILL NO. S-74-12-3^ 


SPECIAL ORDINANCE NO. S- 


zz=^ 


AN ORDINANCE approving a contract with INDUSTRIAL 
PIPING & ENGINEERING CORPORATION for 
installation of Water Service Line 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 


WAYNE, INDIANA: 


SECTION 1. A certain contract dated November 21, 1974, between 


the City of Fort Wayne, by and through its Mayor and the Board of Public Works 
and INDUSTRIAL PIPING & ENGINEERING CORPORATION, for: 

Labor and all materials necessary to install 8" 

Service Line complete for Meter Test Room in 

New Water Construction building $ 4,060.00 

all as more particularly set forth on CITY UTILITIES PURCHASE ORDER NO. 

5836, which is by reference incorporated herein and made a part hereof, is 
hereby in all things ratified, confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and effect from 


and after its passage and approval by the Mayor. 



APPROVED AS TO FORM 








tine on full ?r>d on "notion by , 


seconded, by 


s»nd duly adooted/ read the second time by litis aruf referred 
to the Ccirrrrttse on ■' '(&J&Z, _(aprthe-Mtarflar, ; : ' ‘ 


and Public Hearing to bs hilcTafter due_legal notice. 


at 

the ■' 


I?ay of 


f^HIIty-County Building, "port Payne, Iad±acay--<nn.. 

— y at 


“1971 


o ‘-. clock ' T.HlteiS- T „ 
Deter 






1 




Read the t hir d tine in full and on notion by _ 

v_- _ 5 and duly adopted, placed on its passage-. 


Passed -Q55SS) by the following rots: 
ayes *7 . MI S ' 


ABSTAINED 


•V 


EJ2IGA. .1 
KRAUS • 
ROSES • 
2UCS0LS' 
SCE-HDT, B „ 
SCHMIDT, V, 


XL 


X 


iC 


JC. 


12 k 


' IAMRICO 

DUE; 


A 


/- / <-/- 




CITE CLERK 

Passed and adopted by the Corron Council of the City of Fort Payne/ Indiana, 
as (Zosi*g-fep}—^Sses^OrMAssessatiea) (Special) (App^gSri 


(Recursion) ITo 


- -fc ScnsralJ ^-a a eicntaon j ^pecxau; 

■ J-/7'7s1 _ on the y ^4^ d ay of 


197(£I 




(SEAL) 



CITI CLERK . * 

Presented by me to the Mayor of the City of 
day of 


P RES IDING- OFFICER 



y 1 

Fort Payne, Indiana, on the - .;/! 
19 7 ■ , a t{ie ho-iife^o>cloh 


Approved and^ signed by 1 
at the hour ofj 


and signed by re this 
• </'# ^ ‘ o‘elocl T\ 



























































































Bill No, 


S-74-12-30 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on _ City Utilities to whom was referred an Ordinance 

approving a contract with INDUSTRIAL PIPING & ENGINEERING CORPORATION 


for installation of Water Service Line 


have had said Ordinance under consideration and beg leave to report bac k,, to the Common 

Council that said Ordinance _ PASS. 

Paul M. Burns - Chairman 

Donald J. Schmidt - Vice - Chairman 
Winfield C. Moses, Jr. 


William T. Hinga 


Eugene Kraus, Jr. 





, ^ CONCURRED !N 

e/~/^ CHAPJ.es Wv WESTliii 































THE CITY OF FORT WAYNE 

board of public works 



November 25, 1974 


The Common Council 
Fort Wayne* Indiana 

Gentlemen and Mrs. Schmidt: 

The Board of Public Works Is requesting "Prior Approval" of Purchase Order 
No. 5836 to Industrial Piping and Engineering Corporation for $4*060.00. 

The Installation of 8" Water Service Line is necessary at this time, In 
order that the Water Construction Department can relocate as scheduled 
before January 1, 1975. 

An Ordinance will be submitted for formal approval at a later date. 



MEMBERS OF THE COMMON COUNCIL 













' © q wrm wi&mE 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

r 

Industrial Piping & Engr. 

1340 Grant Ave P.0. Box 509 
Ft. Wayne, Indiana 

L _l 



ORIGINAL 

PURCHASE ORDER NO. 


5836 


Tnis number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 

■71. 1974 


SHIP TO 


-<*) 


MAIL ALL INVOICES TO - 

CITY UTILITIES 


Water Construction 
Shermanh& Pape 
Ft. Wayne, Indiana 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


























TITLE OF ORDINANCE 


Special Ordinance 




DEPARTMENT REQUESTING ORDINANCE Board of Public Works _ 

SYNOPSIS OF ORDINANCE City Utilities Purchase Order 5836 covers their purchase of 
installation of 8" Water Service Line from Industrial Piping & Engineering Corp. 

in amount of $4,060.00. 

SEE "PRIOR APPROVAL” ATTACHED 


EFFECT OF PASSAGE Provide much needed 8" Water Service Line at new Water Const 
Building 


EFFECT OF NON-PASSAGE PRIOR APPROVAL OBTAINED 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) Cost to Utility $4.060,00. 




ASSIGNED TO COMMITTEE 





























